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CITATION AND NOTIFICATION OF PENALTY 


We believe that you violated the Animal Welfare Act (7 U.S.C. § 2131 et seq.) (AW A), as 
described below. 


Date of Violation: June 28, 2012 

9 C.F.R. § 2.40(b)(2) Attending veterinarian and adequate veterinary care (dealers and 
exhibitors). 

(b) Each dealer or exhibitor shall establish and maintain programs of adequate veterinary care 
that include: 

(2) The use of appropriate methods to prevent, control, diagnose, and treat diseases and injuries, 
and the availability of emergency, weekend, and holiday care; 

You failed to provide adequate veterinary care and use appropriate methods to prevent, 
control, diagnose, and treat diseases and injuries. On the above date, APHIS observed 
the following: 

1) A nearly mature rabbit with a deformed hind leg. The rabbit was recumbent and 
unable to stand, and therefore urinated and defecated on itself; and 

2) Several guinea pigs with varying degrees of hair loss. 

Date of Violation: June 28, 2012 
9 C.F.R. § 3.125(a) Facilities, general. 

(a) Structural strength. The facility must be constructed of such material and of such strength as 
appropriate for the animals involved. The indoor and outdoor housing facilities shall be 
structurally sound and shall be maintained in good repair to protect the animals from injury and 
to contain the animals. 

You failed to ensure the facility was structurally sound and maintained in good repair. 
On the above date, APHIS observed the following: 

1) A metal gate to the swine enclosure was coming apart due to rust and erosion; 

2) Additionally, in the swine enclosure, metal rebar was protruding from the top of the 
enclosure’s poured concrete wall; 

3) The bobcat shelter inside the primary enclosure was leaning to one side and 
appeared at risk of collapse; 

4) The resting platform inside the kinkajou enclosure was deteriorating and the wood 
was peeling/separating; and 

5) The retaining wall surrounding the Sambar deer enclosure was collapsing, causing 
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a gap between the ground and the bottom of the fence. 


The penalty for the alleged violation(s) described above is $1,214. 
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